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1. WE ARE INTENSIVELY REVIEWING WAYS IN WHICH WE COULD 
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PROVIDE TO THE GOR ON A NON-REIMBURSIBLE BASIS TEMPORARY 
SERVICES OF TWO OR THREE QUALIFIED EXPERTS TO REVIEW 
ROMANIAN REQUIREMENTS FOR A FLOOD DETECTION SYSTEM. 

WE HOPE TO HAVE AN AFFIRMATIVE RESPONSE ON THIS MATTER 
(MENTIONED BY AMBASSADOR PARA 3 BUCHAREST 3720) SOON. 

2. WE ASSUME THAT GOR WOULD BE WILLING TO ACCEPT EXPERTS 
FROM CORPS OF ENGINEERS FOR TWO-THREE WEEK PERIOD ON 
RELATIVELY SHORT NOTICE, SHOULD WE DETERMINE THEY CAN BE 
SENT. 

3. WE ARE ALSO CONSIDERING WAYS IN WHICH UNDER EXISTING 
LEGISLATION WE COULD PROVIDE ROMANIANS WITH ASSISTANCE IN 
ACQUIRING SUCH SYSTEMS. THE PROBLEMS ARE COMPLEX, BUT 
WE ARE WORKING TO RESOLVE THEM. IN THE INTERIM. HOWEVER, 
YOU SHOULD NOT RPT NOT INDICATE TO GOR THAT WE CAN PROVIDE 

ANY ASSISTANCE ON A NON-REIMBURSIBLE BASIS BEYOND THE 
ADVISORY SERVICES OF THE EXPERTS MENTIONED ABOVE. 

4. DO YOU BELIEVE GOR WOULD BE WILLING TO ACQUIRE AT 
LEAST SOME PORTION OF THE EQUIPMENT AND/OR SERVICES 
REQUIRED TO INSTALL ONE OR MORE FLOOD EARLY-WARNING 
SYSTEMS ON A REIMBURSIBLE BASIS? KISSINGER 
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